TECHNICAL REPORT OF U.S. ARMY GROUND ACCIDENT 

INDEX A 

For use of this form, see DA Pamphlet 385-40; the proponent agency is OCSA. 

REQUIREMENTS CONTROL SYMBOL 
CSOCS-308 

1. DATE OF ACCIDENT (YYYYMMDD) 

2. 

TAB 

Information 

Enel 

Not 

Applic 

See 

Remarks 

1 

Serious Incident/Casualty Report 










2 

Copy of Orders Appointing Investigating Board 










3 

Map of Accident Site 










4 

Diagrams and/or Photographs 










5 

Certificate of Damage/ECOD 










6 

Copy of Deficiency Reports 










7 

Copy of Directives, Regulations, Etc. 










8 

Special Technical Reports and Laboratory Analysis 










9 

Copy of Uncorrected Fault Record 










10 

Copy of Equipment Modification Record (DA Form 2408-5) 










11 

Weather Data 










12 

Medical Data (Autopsy, Toxicology, AFIP, etc.) (In USACRC copy only) 










13 

Other (Specify) 










14 

Other (Specify) 










15 

Other (Specify) 










16 

Other (Specify) 










17 

Other (Specify) 










18 

Other (Specify) 










3. REMARKS 
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PREVIOUS EDITION IS OBSOLETE. 
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